RANGAREDDI DISTRICT

VILLAGE
Amenities

Code

No

Total number of Amenities available (if not available within the village the distance
Total area  households and        m broad ranges viz -5 Kms   5-10 Kms and 10+Kms of the
Name of village     of the        populat.on_         _  _^^ac^e^fa,.^^,s^en)_________^

village (m  r---- ---~i r                          Drinking  Post and     Day or    Communications

hectares)   Hous      Rjo    ^^   ^^ ^ ^^      daysof   (Busstop Rai,

(Potable)                the market    way station

if any        waterway)

(4A)      (4B)         (5)           (6)        (?)            (8)

15  Mooduchmtalapalle     282 47        181        974             P      RPMHWHP       ^PO            10+

16    Lmgapur

17    Nagisettipalle

18   Kesha\aram

19    Sampanbole

20   Lalgadimalakpet

21    Ahabad

188 18           44        216             P

15783           73        412            P

652 76

335     1 678   P(2) M              HC     W HP     PO TO

H            DO                    Phone

446 77         123        772

P               RP    WHP    POTO

PTO

Phone

186479        472     2633     PMO              RP    W HP           PO

Phone

105056        624     3217    PMH    HHCRP     WHP           PO

AC     CHW D                     Phone

10 +

10+

10+

(10)

BS

-5    WHP             -5           10+               BS

-5    WHP              -5           10+               BS

BS

BS

BS

BS

22  Masjidpur

186 56        103        602

-5    WHP             -5           10+

23    Ghanpoor

24   RajBolaram

25    Akbarjapet

26    Shahzadiguda

27    Padur

28    Gosaiguda

487 24            95           474              P

165 52           186       1 043               P

66 77            33           190              P

198 30            75           367              P

1 353 67          439       2 458         P M

9955           18          138            -5

5-10   WTK
	-5
	10+
	-5

5-10   WTK
	PO
	10+
	-5

5-10  WHP TK
	-5
	10+
	BS

MH   WHP T3fC
	PO
	10+
	BS

MH   WTK
	PO
	10+
	BS

5-10   W,TK
	-5
	10+
	-5

